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REPORT 


Board  of  Fire  Commissioners, 


HEADQUARTERS    EIRE    DEPARTMENT, 

OFFICE    BOARD    OF    FIRE    COMMISSIONERS 

CITY    HALL. 


San   Francisco,    July   1,    1900 


To  the  Honorable  James  D.  Phelon,  Mayor 

Of  the  City  and  County  of  San  Francisco— 

Dear  Sir:  In  compliance  with  Section  9  of  Article  XVI  of  the  Charter  of  the 
city  and  county  of  San  Francisco,  the  Board  of  Fire  Commissioners  herewith 
present  and  submit  their  report  for  the   fiscal  year  ending  June  30,    1900. 

ORGANIZATION. 

The  Fire  Department,  as  now  constituted,  consists  of  a  Board  of  Commis- 
sioners of  four  members,  a  Secretary,  a  Chief  Engineer,  one  First  Assistant 
Chief  Engineer,  one  Second  Assistant  Chief  Engineer,  seven  Battalion  Chiefs, 
thirty-six  Engine  Companies,  eight  Hook-and-Ladder  Companies,  seven  Chemical 
Companies,  one  "Water  Tower  Company,  two  Monitor  Battery  Companies,  two  Re- 
lief Engine  Companies,  and  employees  of  the  Office,  Corporation  Tard  and  De- 
partment Stateles,   numbering  all  told  470  men,   of  whom  432  are  uniformed. 

Prior  to  February  1,  1900,  the  Department  consisted  of  a  force  of  572  mem- 
bers, 356  of  whom  were  "call  members."  On  that  date  the  Department  was  re- 
organized according  to  the  provisions  of  the  Charter.  Such  members  of  the  De- 
partment as  could  not  be  utilized  at  the  time  of  reorganization  were  placed  on 
the  "Temporarily  Discharged"  or  "Waiting  List."  From  this  list  all  vacancies 
in  the  Department  have  been  and  will  be  filled  until  the  list  is  exhausted. 
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DETAILS  OF  ORGANIZATION. 

(Salaries  fixed  by  Charter.) 
OFFICE. 


Commissioners,  each. 
Secretary 


UNIFORMED   FORCE. 

Chief  Engineer 

First  Assistant  Chief  Engineer 

Second  Assistant  Chief_Engineer 

^Battalion  Chiefs,  each 

Captains    f  Engine  Companies, "each 

Lieutenants  of  Engine  Companies,  each 

Engineers  of  Engine  Companies,  each 

Drivers  of  Engine  Companies,  each 

Stokers  of  Engine  Companies,  each 

Hosemen  of  Engine  Companies,  each 

Captains  of  Hook  and  Ladder  Companies,  each 

Lieutenants  of  Hook  and  Ladder  Companies,  each. 

Drivers  of  Hook  and  Ladder  Companies,  each 

Tillermen  of  Hook  and  Ladder  Companies,  each... 
STruckmen  of  Hook  and  Ladder  Companies,  each... 

Captains  of  Chemical  Engine  Companies,  each 

Lieutenants  of  Chemical  Engine  Companies,  each. 

Drivers 

Hosemen  of  Chemical^Engine  Companies, 'each. . . . 

Captain  Water  Tower  Company 

Driver  Water  Tower  Company 

Hoseman  Water  Tower  Company 

Drivers  Monitor  Battery  Companies,  each 

Captains  Relief  Engine  Companies,  each 


SALARY 

PER  ANNUM. 

11,200  00 
2,-ICO  00 

4,000  00 

3,000  00 

2,100  00 

2,100  00 

1,440  CO 

1,200  00 

1,350  00 

960  00 

960  00 

960  00 

1,440  00 

1,200  00 

960  00 

960  00 

960  00 

1,440  00 

1,200  00 

960  00 

960  00 

1,440  00 

960  00 

900  00 

960  00 

1,440  00 
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DETAILS  OF  ORGANIZATION -Continued. 


NO. 

POSITION. 

SALARY 
PER  ANNUM. 

2 
2 

Lieutenants  Relief  Engine  Companies,  each 

$1,200  00 

1 

CORPORATION  YARD  EMrLOVEES. 

1,800  00 

1 
3 

Clerk  and  Commissar}- 

1,500  00 
1,080  00 

900  00 

DEPARTMENT  STABLES. 

Under  the  provisions  of  the  Charter  Drivers,  Stokers,  Tillermen,  Hosemen  and 
Truckmen  receive  $960  per  annum  for  ths  first  year's  service,  $1,080  for  the 
second  year  and  $1,200  for  .the  third  year  and  thereafter. 
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MEMBEES  AND   EMPLOYEES 


BOARD  OF  FIRE  COMMISSIONERS. 

ROLLA  V.  WATT,  President Term  expires  Jannary  8,  1904 

JOHN  H.  GRADY Terra  expires  January  8,  1903 

J.  C.  McKINSTRY Term  expires  January  S,  1902 

M.  H.  HECHT Term  expires  January  8,  1901 

J.  W.  McCarthy Secretary  of  Board. 


OFFICERS. 

D.  T.  Sullivan Chief  Engineer. 

John  Doughkrty...    First  Assistant  Chief  Engineer. 

P.  H.  Spiaughxkssy Second  Assistant  Chief  Enginei 

M.  J.  Dolan ..Battalion  Chief. 

John  Wills Battalion  Chief. 

William  Waters Battalion  Chief. 

E.  F.  McKittrick Battalion  Chief. 

T.  M.  Fernandez Battalion  Chief. 

J.  J.  Conlon Battalion  Chief. 

John  McCluskey Battalion  Chief. 
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COMPANIES. 


ENGINE    COMPANY    No.  1. 
Location — No.  419  Pacific  street. 


RANK. 

NAMES. 

E.  Gillfe. 

Thomas  Kelly. 

Joseph  H.  O'Brien. 
J.  J.  Murray. 

Charles  Tyson. 
August  Banker. 

ENGINE    COMPANY   No.  2. 
Location — No.  410  Bush  street. 


RANK. 

NAMKS. 

Charles  Murray. 

Matthew  McLaughlin. 
Frank  Dougherty. 
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ENGINE    COMPANY   No.  3. 
Location— No.  1317  California  street. 


RANK. 

NAMKS. 

Thomas  Magner. 

Joseph  Stevens. 
William  Byrnes. 
Benjamin  Currier. 

Myrtle  Yehl. 

ENGINE    COMPANY    No.  4. 
Location — No.  144  Second  street. 


RANK. 

KAMES. 

Lieutenant 

N.  N.  Matheson. 

Driver 

Maurice  Hallinan. 

Hoseman 

James  Minigan. 

Hoseman. . . , 

Edward  Downes. 
F.  H.  Kenny. 
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ENGINE    COMPANY    No.  5. 
Location — No.  1219  Stockton  street. 


J.  J.  Mahoney. 
David  Harrison. 
Thomas  Coogan. 
Robert  Malburg. 
D.  F.  Buckley. 

Lientenant 

Hoseman 

A.  Isaacs 

David  Levy. 

ENGINE    COMPANY    No.  6. 
Location — No.  311  Sixth  street. 


Julius  DeMeyer. 

Joseph  Bailey. 

10 
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ENGINE    COMPANY    No.  7. 
Location— No.  3160  Sixteenth  street. 


RANK. 

NAMES. 

Lieutenant 

Samuel  E.  Kennard. 
M.  J.  Rodriguez. 
Lem  Rudolph. 

Charles  Malloy. 
J.  M.  Rojas. 

Hoseman 

ENGINE    COMPANY    No.  S. 
Location — No.  1648  Pacific  avenue. 


RANK. 

NAMES. 

Gaptain 

Lieutenant 

Stephen  Russell. 
W.  W.  Willis. 
Edward  Culligan. 
M.  J.  Glennon. 

Driver 

Daniel  Coughlin. 
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ENGINE    COMPANY    No.  9. 
Location — No.  320  Main  street. 


RANK. 

NAMES. 

Lieutenant 

Engineer 

J.  B.  Cane. 
C.  J  Strouse. 

Stoker 

Hoseman 

J.  A.  O'Brien. 
W.  D.  Conroy. 
E.  J.  Sheddy. 

ENGINE    COMPANY    No.  10. 
Location — No.  516  Bryant  street. 


R\XK. 

NAMES. 

Gejrge  Bailey. 

Thomas  McElroy. 

Dennis  Quinlan. 

C.  E.  Durning. 

George  H.  Thomas. 
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ENGINE    COMPANY    No.  11. 
Location — No.  1632  Fifteenth  avenue  South. 


RANK. 

NAMES. 

Joseph  Hoare. 
C.  H.  Ferguson. 

Christopher  Windrow. 

Frank  Josephs. 

ENGINE    COMPANY    No.  12. 
Location — No.  101  Commercial  street 


RANK. 

NAMES. 

Captain 

Lieutenant 

Jeremiah  Sullivan. 
Emile  Gouvi. 

William  Hensley. 

Thomas  Lyons. 

Julius  Phillips. 
John  McCarthy. 

Hoscman 
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ENGINE    COMPANY    No.  13. 
Location — No.  1458  Valencia  street. 


RAXK. 

XAJtES. 

John  Pendetgast. 
John  F.  >:tc(}uade. 

ENGINE    COMPANY    No.  14. 
Location— No.  1007  McAllister  street. 


RANK. 

SAMES. 

William  Kenealey. 
John  Bowlan. 

Lieutenant  

Daniel  Lyons. 

Hugh  Powers. 
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ENGINE    COMPANY    No.  15. 
Location — No.  2114  California  street. 


RANK. 

NAMES. 

George  Brown. 

Engineer 

Timothy  O'Brien. 
James  Boopman. 

T.  R.  Walsh. 

ENGINE    COMPANY    No.  16. 
Location — No.  1009  Tennessee  street. 


RANK. 

NAMES. 

Engineer 

Samuel  Rainey. 
M.  E.  Gray. 

B.  F.  Jones. 

Philip  Moholy. 

Michael  Cusack. 
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ENGINE    COMPANY    No.  17. 
Location — No.  34  Mint  avenue. 


RAfK. 

NAMES. 

Captain 

John  Doherty. 

William  H.  Kerrigan. 
Claude  Brownell. 

Driver 

Hoseman 

Hoseman.. 

Hoseman 

Hoseman 

Hoseman 

J.  C.  Crowley. 
Philip  Denehy. 
Joseph  Hay  ('en. 
William  Sawyer. 
William  O'Farrell. 

ENGINE    COMPANY    No.  18. 
Location — No.  317  Duncan  street. 


RANK. 

NAMES. 

Daniel  Murphy. 
Daniel  McLaughlin. 

Engineer 
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ENGINE    COMPANY    No.  19. 
Location — No.  1749  Market  street. 


RANK. 

NAMES. 

H.  F.  Horn. 

Engineer 

S.  P.  Oppcnheim. 

Stoker 

diaries  Bryan. 
C.  Kelleher. 

Henry  Soeckman. 

ENGINE    COMPANY     No.  20. 
Location— No.  2117  Filbert  street. 


Captain Henry  Schmiilt. 

Lieutenant I  J.  J.  Kelly. 

Engineer Frank  Crockett. 

Driver Maurice  Barrett. 

Stoker James  Tyrrell. 

Hoseman ■  John  Gavin. 

Hoseman William  Matheson, 

Hoseman '   Patrick  Canty. 


REPORT    OF    FIRE    COMMISSIONERS. 


17 


ENGINE    COMPANY    No.  21. 
Location — No.  1152  Oak  street. 


RANK. 

NAMES. 

John  Fay. 
James  Feeney. 

Lieutenant 

Joseph  Cully. 

Daniel  Cooney. 
Joseph  Rodgers. 

ENGINE    COMPANY    No.  22. 
Location — No.  1819  Post  street. 


James  Fitzgerald. 
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ENGINE    COMPANY    No.  23. 
Location — No.  3022  Washington    street. 


Captain 

Lieutenant 
Engineer . . 

Driver 

Stoker 

Hoseman . . 
Hoseman . . 


James  Layden. 
Patrick  I'arry. 
Charles  Hewit. 
J.  J.  McCarthy. 
W.  J.  Shields. 
George  McDonald. 
George  Lawson. 
William  F.  Curran. 


ENGINE    COMPANY    No.  24. 
Location — No.  449  Douglass  street. 


RANK. 

XAMES. 

Edward  Skelly. 
Eugene  McCormick. 

Lieutenant 

William  Mullaney. 
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ENGINE    COMPANY    No.  25. 
Location — No.  2547  Folsom  street. 


RANK. 

NAMES. 

James  Riley. 
Joseph  Finn. 

Stoker 

John  Hartford. 
Henry  Morrison. 

P.  F.  Dugan. 

ENGINE    COMPANY    No.  26. 
Location — No.  327  Second  avenue. 


Michael  Drury. 

Walter  Lintott. 

Henry  Welch. 

Hoseman 

J.  B.  Owsns. 
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ENGINE    COMPANY    No.  27. 

Location — No.  621  Hermann  street. 


RANK. 

NAMES. 

R.  H.  Sawyer. 

Engineer 

J.  J.  Nagle. 
George  F.  Bunner. 

ENGINE    COMPANY    No.  28. 
Location — No.  301  Francisco  street. 


Joseph  Pendergast. 

Hoseman 

Charles  Stieglitz. 

Hoseman .... 

Ge  rge  Clancy. 
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ENGINE    COMPANY   No.  29. 

Location — No.  1305  Bryant  street. 


RANK. 

NAMES. 

Ca  tain 

William  Byrne. 
T.  J.  Bean. 
John  Barry 

Lieutenant 

T.  J.  Murphy. 

Frank  Quinn. 

ENGINE    COMPANY    No.  30. 
Location — No.    1737    Waller  street. 


RANK. 

NAMES. 

D.  R.  Sewell. 
W.  A.  Cook. 
Milton  Morgan. 
John  Brophy. 
William  Harvey. 
Edward  Kelleher. 
John  Enright. 
C.  G.  Harkins. 
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ENGINE    COMPANY   No.  31. 
Location — No.  1214  Pacific  street. 


RANK. 

NAMES. 

Thomas  Canty. 

W.  T.  Welch. 

J.  F.  Shaughuessy. 
J.  H.  Hogan. 

ENGINE    COMPANY    No.  32. 
Location — Holly  Park  and  West  Avenue. 


RANK. 

NAMES. 

Eugene  O'Connor. 
George  Styles 
W.  S.  Casebolt. 

Driver 

John  Blythe. 
William  Murphy. 

John  Thompson. 

REPORT    OF    FIRE    COMMISSIONERS. 


2X 


ENGINE    COMPANY    No.  33. 

Location— No.  117  Broad  street,  Ocean  View. 


RANK. 

NAMES. 

William  Heaney. 
Jerry  McNaniara. 

ENGINE    COMPANY    No.  34. 
Location — No.  1119  Ellis  street. 


BANK. 

NAMES. 

Henry  Mitchell. 
George  Farley. 

James  Buckley. 
Henry  Newman. 
Anthony  Phelan. 
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ENGINE  COMPANY  No.  35. 
Location — No.  38  Bluxome  street. 


RANK. 

NAMES. 

Fred  Orr. 

James  H.  Handle}'. 

W.  F.  Miskel. 

D.  McAuliffe. 

ENGINE  COMPANY  No.  36. 
Location — Sutro  Heights. 


Engineer 
Driver . . . 
Stoker  . 


Joseph  Matthews. 
James  Stroud. 
W.  P.  Conlon. 


TRUCK    COMPANY    No.  1. 
Location — No.  22  O'Farrell  street. 


Captain  . . . 
Lieutenant 
Tillerman. 

Driver 

Truckman . 
Truckman . 
Truckman.. 
Truckman.. 
Truckman. 
Truckman. 
Truckman., 
Truckman., 


Eugene  Crowe. 
R.  H.  Woods. 
George  Carew. 
C.  Connell. 
Hugh  Quinn. 
Daniel  Donovan. 
Timothy  Flynn. 
W.  F.  Tracey. 
John  J.  Quinn. 
Thomas  Gallagher. 
Henry  Donnadeau. 
Julius  Gimmel. 
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TRUCK    COMPANY    No.  2. 
Location — No.  627  Broadway  street. 


John  Dryer. 
John  Leahy. 
A.  J.  Mogan. 

Frank  Cummings. 
Rinaldo  Cuneo. 
Frank  Kruse. 
John  Crosby. 

Truckman 

Trnckman 

Trnckman 

Joseph  Wolf. 

TRUCK    COMPANY    No.  3. 

Location — No.  1749  Market  street. 


RANK. 

NAMES. 

Joseph  Burnett. 

Truckman 

C.  W.  Heggum. 
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TRUCK   COMPANY   No.  4. 
Location — No.  1648  Pacific  avenue. 


Captain  . . . 
Lieutenant 

Driver 

Tillerman  . 
Truckman.. 
Truckman . 
Truckman.. 
Truckman.. 
Truckman.. 
Truckman. . 


T.  B.  Kentzell. 
James  Cumiskey. 
William  Shackleton. 
Frank  Carew. 
Patrick  Hogan. 
George  Donald. 
George  Davis. 
Robert  Powers. 
J.  E.  Eckelmann. 
W.  H.  Kelly. 


TRUCK   COMPANY   No.  5. 
Location — No.  1819  Post  street. 


. 

William  Otto. 

Truckman 

T.  J.  Harrington. 
Henry  McMahon. 

J.  H.  O'Brien. 

T.  Timmons. 

E.  F.  Murray. 
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TRUCK   COMPANY   No.  6. 
Location— No.  1152  Oak  street. 


Captain  . . . 
Lieutenant 

Driver 

Tillenuan  . 
Truckman . 
Truckman  . 
Truckman . 
Truckman . 
Truckman . 


W.  E.  Kelly. 
Joseph  Capelli. 
J.  P.  Hayden. 
R.  Oppenheim. 
H.  H.  Casey. 
Kustave  Hain. 
Fred  Grote. 
George  M.  Boy  son. 
James  Franks. 


TRUCK    COMPANY    No.  7. 
Location — No.  3050  Seventeenth  street. 


RASK. 

NAMES. 

Tillerman 

John  Pyne. 

W.  J.  O'Connor. 

Truckman 

Michael  Wright. 
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TRUCK  COMPANY  No.  8. 
Location — No.  38  Bluxome  street. 


RANK. 

NAMES. 

Captain 

Frank  Nichols. 
Walter  Boynton. 
Joseph  Ryan. 
John  Finnigan. 
George  T.  Logan. 
Henry  Mulligan. 
Charles  Maguire. 

Driver 

Truckman.... 

Truckman 

Truckman 

James  Dooley. 
Andrew  Chesney. 
Fred  Ellensberger. 

Truckman 

CHEMICAL    ENGINE    COMPANY    No.  1. 
Location — No.  144  Second  street. 


RANK. 

NAMES. 

Fred  Sayers. 

John  Fitzpatrick. 

CHEMICAL    ENGINE    COMPANY    No.  2. 
Location — No.  1348  Tenth  Avenue. 


RANK. 

NAMES. 

John  Kenney. 

Eugene  Crummey. 
Martin  Spellman. 
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CHEMICAL    ENGINE    COMPANY    No.  3. 

Location — No.  112  Jackson  street. 


RANK. 

NAMES. 

Captain 

Thomas  Murphy. 

M.  J.  Hig-gins. 

CHEMICAL    ENGINE     COMPANY    No.  4. 
Location — No.  415  McAllister  street. 


RANK. 

NAMES. 

Edward  King. 

CHEMICAL    ENGINE    COMPANY    No.  5. 
Location — No.  627  Broadway. 


RANK. 

NAMES. 

J.  F.  Riley. 
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CHEMICAL    ENGINE    COMPANY    No.  6. 
Location— No.  311  Sixth  street. 


RANK. 

NAMES. 

CHEMICAL    ENGINE    COMPANY    No.  7. 
Location — No.  3050  Seventeenth  street. 


RANK. 

NAMES. 

George  Ewina;. 

A.  C.  Goddard. 

WATER    TOWER    COMPANY    No.  1. 
Location — No.  108  New  Montgomery   street. 


RANK. 

NAMES. 

Peter  Wralty. 

Lieutenant 

J.  W.  Belden. 

E.  J.  Shaughncssy. 
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MONITOR    BATTERY    No.  1. 
Location— Mo.  516  Bryant  street. 


MONITOR    BATTERY    No.  2. 
Location— No.  22  O'Farrell  street. 


RANK. 

NAMES. 

•Joseph  Wales. 

RELIEF    ENGINE    COMPANY    No.  1. 
Headquarters— Corporation  Yard  No.  2. 


RANK. 

NAMES.            i 

Henry  Gorter. 
D.  R.  Connifl. 

Thomas  Muldownev. 
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RELIEF    ENGINE    COMPANY    No.  2. 
Headquarters— Engine  Hor      No.  3. 


RANK. 

NAMES. 

John  Doyle. 
Alexander  George. 

*  Relief  engine  companies  and  employees  of  the  Corporation  Yard  are  required  to  report 
at  third-alarm  fires. 


CORPORATION    YARD    EMPLOYEES. 


John  W.  Reilly  . . . 

P.  H.  Fleming 

Henry  Rice 

Philip  Brady 

John  T    Crummey 
Joseph  Sawyer. . . . 

John  S.  Farley 

John  Riley  , .     ... 
John  Sheehan 


Acting  Superintendent  of  Engines. 

Acting  Clerk  and  Commissary. 

Hydrantman. 

Hydrantman. 

Hydrantman. 

Watchman. 

Watchman. 

Drayman. 

Drayman. 


DEPARTMENT  STABLE  EMPLOYEES. 


NAMES. 

RANK. 

Acting  Superintendent  of  Horses. 

Veterinary  Surgeon. 
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APPARATUS. 

The  following  is  a  list  of  ths  apparatus  in  use  in  the  Department,  all  of  which 
is  in  good  condition:  53  steam  fire  engines,  53  hose  wagons,  1  combination  hose 
and  chemical  wagon,  9  chemical  engines,  11  hook  and  ladder  trucks,  4  monitor 
batteries,  2  water  towers,  24  officers'  buggies  (including  relief  buggies),  6  hydrant- 
men's  carts,  2  breaking  carts,  10  delivery  wagons,  2  supply  wagons,  1  crane  neck 
truck,  1  horse  amtulance,  2  hose  carriages,  1  hose  cart,  60  Babcock  hand  chemical 
extinguishers,   69,300  feet  of  cotton  hose. 


During  the  year  the  Department  responded  to  863  alarms,  493  of  which  were 
from  street  and  automatic  boxes,  472  were  first  alarms,  16  second  alarms  and  5 
third  alarms.     There  were  370  silent  alarms  received  verbally  or  by  telephone. 


LOSSES  BY  FIRE,  INSURANCE,  AND  AMOUNT  PAID. 


MONTH. 

LOSSES. 

INSURANCE. 

INSURANCE 
PAID. 

1899. 
July 

|26j061  45 
64,708  69 
8,043  48 
78,821  61 
16,223  32 
57,518  66 

20,046  37 
10,098  45 
99,136  98 
12,280  75 
43,539  89 
50,217  57 

••=147,150  00 
436,016  00 
109,900  00 
235,412  67 
262,525  00 
375,925  00 

639,633  32 
152,500  00 
224,715  00 
133,803  50 
166,310  00 
492,973  00 

817,394  54 
50,020  24 
6,542  88 
53,730  95 

September 

52.708  56 

1900. 

May 

30.292  89 

Total 

8486,694  20 

$3,376,863  49 

8381,450  51 
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STATEMENT  OF  NUMBER  OF  FEET  OF  MAIN  PIPE   LAID   IN  CITY  FROM  JUtY  1, 
1899,  TO  JULY*  1,  1903. 


SUE   OF  MAINS. 

NUMBER  or 
FEET. 

TAKEN  OUT. 

ABANDONED. 

4,050 
3,225 
17,350 

1,450 
7,100 

2,300 

6-inch 

1,300 
400 

10-inch 

^0-inch 

22-inch 

35,475 

1,760 

1,100 

Hydrants  set  during  year 

Hydrants  taken  out  during  year 

Hydrants  re-set 

Total  number  of  hydrants  in  use  July  1,  1900., 


.      32 
.3,677 


MEMBERS     RETIRED     ON     PENSION. 

During  ths  year  five  members  were  retired  under  the  provisions  of  the  Eire- 
men's  Pension  Fund  Act  of  1889,   viz: 

Edward  O' Sullivan,  Hoseman  of  Engine  Company  11,  retired  September  14, 
1899. 

William   H.    Ayras,    Department   Carpenter,    retired   November  9,    1899. 

J.    J.    Murphy,   Engineer  Engine   Company  26,   retired  November  9,    1899. 

Felix  Desmond,   Hoseman  Engine   Company  5,   retired  November'  16,    1899. 

John  Devlin,   Hoseman   Engine  -Company  20,    retired   December  7,    1899. 

DEATHS. 

During  the  year  the  following  deaths  occurred  among  the  members  of  the  De- 
partment: 

ON     ACTIVE     LIST. 


John    McGlynn,    Hoseman    Engine    Company    27,     died    September  24,   1899,   of 
pneumonia. 
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George  P.  Sheritt,  Hoseman  Engine  Company  32,  died  November  29,  1899,  of 
typhoid  pneumonia. 

Eugene  Sheridan,  Driver  Truck  Company  7,  died  December  7,  1899,  of  con- 
sumption. 

Thomas  Pendergast,  Hoseman  Engine  Company  25,  died  January  11,  1900,  of 
consumption. 

John  J.  McCarthy,  Hoseman  Engine  Company  19,  died  March  12,  1900,  of  heart 
disease. 

Henry  O'Neill,  Truckman  Truck  Company  4,  died  March  15,  1900,  of  injuries 
received  while  working  at  a  fire. 

John  E.  Sweeney,  Hoseman  of  Engine  Company  29,  died  June  20,  1900,  of  In- 
juries and  burns  received  while  rescuing  a  man  from  a  burning  building.  Mr. 
Sweeney's  act  was  one  of  great  heroism.  The  man  he  saved  lived  while  poor 
Sweeney  died.  A  gsnerous  and  grateful  public  has  made  ample  provisions  for  the 
family  of  deceased  and  has  paid  its  tribute  of  praise  for  his  heroic  deed. 

ON     PENSION     LIST. 

John  Devlin,   died  January  24,   1900,   of  pneumonia. 
William  H.   Ayers,    died  May  24,   of  heart  disease. 

ON     WAITING     LIST. 

Jamas  O'Connor,   died  May  18,    1900,   of  consumption. 
William  H.   Thomas,   died  June  29,   1900,   of  aneurism. 
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APPROPRIATION    AND    EXPENDITURES,    FISCAL    YEAR 
1899-1900. 


Appropriation  by  the  Board  of  Supervisors $573,400  CO 

Contributed  by  insurance  companies,  through  A.  J.  Clunie,  State  Insur- 
ance Commissioner    •. 17,79157 


EXPENDITURES 


FIRST  SEVEN 
MONTHS. 

LAST  KIVE 
MONTHS. 

$9,530  00 

16,944  61 

1,023  45 

15,250  24 

4,656  55 

615  15 

8,721  31 

2,970  00 

800  00 

4,515  00 

*17,725  92 

7,113  42 

1,680  00 

877  50 

317  30 

8,137  06 

840  00 

242.297  97 

11,105  43 
4,048  30 

61  95 

2,485  56 

3,608  77 

1,707  20 

90  00 

5,812  18 

681  50 

2,758  20 

33  41 

1.090  87 
1.962  50 

$347,488  59 

$256,326  73 

*  For  completion  of  Bluxome  street  house.    No  new  houses  other  than  this  were  built  during 
the  year. 
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Total  expenditures  for  year §603,815  32 

Total  appropriation  for  year 591,191  57 

Total  amount  overdrawn $12,623  75 

Less  fines  deducted  from  salaries  and  credited  to  Pension  Fund 236  64 

Totaldeticit §12,387  11 

The  expenditure  have  been  divided  into  two  sections,  before  and  after  February  1st,  the  date 
when  the  re-orgauizaeion  was  effeeted. 


The  Department  is  in  excellent  condition.  The  downtown  companies  have  the 
full  quota  of  men,  but  in  the  outlying  districts  engine  and  truck  companies  are 
two  men  short,  mad3  necessary  by  the  limited  appropriation. 

Three  new  engine  houses  are  needed,  but  the  appropriation  to  the  Board  of 
Public  Works  will  apparently  make  it  impossible  for  us  to  secure  them  during  the 
ensuing  year. 

Perhaps  the  most  needed  addition  to  our  fire  defenses  is  a  firstclass  fire  boat 
for  the  protection  of  our  immensely  valuable  water-front  property. 

We  recommend  that  ampls  provisions  for  the  engine  houses  referred  to  and 
the  fire  boat  be  made  in  the  next  tax  levy. 

Very  respectfully   submitted, 

BOARD   OF  FIRE    COMMISSIONERS. 

JOHN  W.   MCCARTHY,    Secretary. 


